MEDICAL BUILDING 

This handsome structure which houses the 
Medical School at the University of North 
Carolina in Chapel Hill was completed in 1939 
at a cost of $428,000, of which the state ap¬ 
propriated $275,000 and the Public Works Ad- 
j ministration the remainder. The school was 
. founded 60 years ago and was housed in 
z Caldwell Hall until steady growth made a 
s'larger building necessary. 
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